heading crosscut left working face, the TRS supports were
not placed firmly against the roof before the roof bolter
operators proceeded inby permanent supports."

In notes contained after the description of the condi-
tion or practice on the face of the citation, the Inspector
added, "You could see over top of the TRS when it was ex-
tended at full length*" and also, "Area of equipment:  the
roof bolter was removed from service."

The citation which was issued at 1800 hours was termi-
nated at 1830 hours on the same date, in reference to which
the issuing Inspector, Earnest E. Mooney, Jr., noted: "The
R.CP was discussed with the section crew and roof jacks were
set as required, and the plan was being complied with."

The Secretary contends that the alleged violation is a
transgression of 30 C.F.R, 75.200.  The Respondent generally
contends that because of the specific language of the roof
control plan, no violation occurredi  Their arguments will be
more specifically discussed subsequently herein.  Based upon
my consideration of all the testimony, having observed the
demeanor of the witnesses and having considered the weight
which differing views of the evidence should be accorded, I
find that the reliable probative evidence submitted during the
formal hearing herein preponderates in the following manner.

(1)  On September 18, 1980, Inspector Mooney, while con-
ducting a triple A inspection of Respodentrs 4-H Mine and while
being accompanied by Respondent's evening shift foreman, Robert
Mitchem, approached a crosscut where roof bolting was being
conducted in Road 218 by two roof bolter operators, Lee Brown
and Ernie Adkins.  Brown and Adkins were installing roof bolts
with the use of a Lee-Norris TD-2 roof bolting machine as de-
picted on Exhibit 10 (Respondent's Exhibit 1), and which has on
each side safety arms which are extendable to at least 72 inches

(2)  The Respondent's roof control plan (portions of which
have been placed in the record as Petitioner's Exhibit G-2)
provides specific safety precautions for roof bolting machines
with approved automatic supports.  Page 6 of this plan provides:

"The <ATS) and (TRS) system maintained In proper working
condition is acceptable support during roof-bolting operations,
provided that:

."(a) The controls necessary to position and set the auto-
mated supports are located in such a manner that they will be
operated from under permanent support.
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actor in the decision to fire him.
